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SPECIAL NOTES 


API publications necessarily address problems of a general nature. With respect to partic- 
ular circumstances, local, state, and federal laws and regulations should be reviewed, 

API is not undertaking to meet the duties of employers, manufacturers, or suppliers to 
warn and properly train and equip their employees, and others exposed, concerning health 
and safety risks and precautions, nor undertaking their obligations under local, state, or 
federal laws. 

Information concerning safety and health risks and proper precautions with respect to par- 
ticular materials and conditions should be obtained from the employer, the manufacturer or 
supplier of that material, or the material safety data sheet. 

Nothing contained in any API publication is to be construed as granting any right, by 
implication or otherwise, for the manufacture, sale, or use of any method, apparatus, or prod- 
uct covered by letters patent. Neither should anything contained in the publication be con- 
strued as insuring anyone against liability for infringement of letters patent. 

Generally, API standards are reviewed and revised, reaffirmed, or withdrawn at least every 
five years. Sometimes a one-time extension of up to two years will be added to this review 
cycle. This publication will no longer be in effect five years after its publication date as an 
operative API standard or, where an extension has been granted, upon republication. Status 
of the publication can be ascertained from the API Authoring Department [telephone (202) 
682-8000]. A catalog of API publications and materials is published annually and updated 
quarterly by API, 1220 L Street, N.W., Washington, D.C. 20005. 

This document was produced under API standardization procedures that ensure appropri- 
ate notification and participation in the developmental process and is designated as an API 
standard. Questions concerning the interpretation of the content of this standard or com- 
ments and questions concerning the procedures under which this standard was developed 
should be directed in writing to the director of the Authoring Department (shown on the title 

, page of this document), American Petroleum Institute, 1220 L Street, N.W., Washington, 
D.C. 20005. Requests for permission to reproduce or translate all or any part of the material 
published herein should also be addressed to the director. 

API standards are published to facilitate the broad availability of proven, sound engineer- 
ing and operating practices. These standards are not intended to obviate the need for apply- 
ing sound engineering judgment regarding when and where these standards should be 
utilized. The formulation and publication of API standards is not intended in any way to 
inhibit anyone from using any other practices. 

Any manufacturer marking equipment or materials in conformance with the marking 
requirements of an API standard is solely responsible for complying with all the applicable 
requirements of that standard. API does not represent, warrant, or guarantee that such prod- 
ucts do in fact conform to the applicable API standard. 


All rights reserved. No part of this work may be reproduced, stored in a retrieval system, or 
transmitted by any means, electronic, mechanical, photocopying, recording, or otherwise, 
without prior written permission from the publisher. Contact the Publisher 
API Publishing Services, 1220 L Street, N.W., Washington, D.C. 20005. 


Copyright © 1997 American Petroleum Institute 
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FOREWORD 


This standard provides rules for testing the rim seals of external, covered, and internal 
floating roofs under laboratory conditions to provide evaporative rim-seal loss factors. It 
was prepared by Task Group II of the API Environmental Technical Advisory Group 
(ETAG). 

Testing programs conducted by API, which began in the mid-1970s and extended 
through 1982, provided the information on which the current evaporative rim-seal loss fac- 
tors are based for common, generic types of external, covered, and internal floating-roof 
rim seals. These rim-seal loss factors are published in API Publication 2517, Evaporative 
Loss From External Floating-Roof Tanks, API Publication 2519, Evaporation Loss From 
Internal Floating-Roof Tanks, and in API Manual of Petroleum Measurement Standards, 
Chapter 19.2, “Evaporative Loss From Floating-Roof Tanks,” for use in estimating the 
evaporative loss of petroleum stocks from external, covered, and internal floating-roof 
tanks. These rim-seal loss factors and the test methods used to develop them have been 
widely accepted by oil companies, manufacturers, industry groups, regulatory agencies, 
and general interest groups. API has not, however, tested or developed evaporative rim- 
seal loss factors for proprietary designs of individual manufacturers. By publishing this 
test method, API is making the test method available to interested parties who wish to test 
particular rim seals under the auspices of API. 

API certification of an evaporative loss factor developed through this program is subject 
to the following three-step process: 


(a) The testing shall be performed in laboratories licensed by API. The requirements to 
qualify for licensure are presented in API Manual of Petroleum Measurement Stan- 
dards, Chapter 19.3, Part G, “Certified Loss Factor Testing Laboratory Registration;” 

(b) Testing and determination of test results shall be performed as specified herein; and 

(c) The evaluation of these test results and the certification of an evaporative loss factor 
for the item tested shall then be conducted in accordance with API Manual of Petro- 
leum Measurement Standards, Chapter 19.3, Part F, “Evaporative Loss Factor for 
Storage Tanks Certification Program.” 


API publications may be used by anyone desiring to do so. Every effort has been made 
by the Institute to assure the accuracy and reliability of the data contained in them; how- 
ever, the Institute makes no representation, warranty, or guarantee in connection with this 
publication and hereby expressly disclaims any liability or responsibility for loss or dam- 
age resulting from its use or for the violation of any federal, state, or municipal regulation 
with which this publication may conflict. 

Suggested revisions are invited and should be submitted to Measurement Coordination, 
American Petroleum Institute, 1220 L Street, N.W., Washington, D.C. 20005. 
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Chapter 19.3—Evaporative Loss Measurement 


PART B—AIR CONCENTRATION TEST METHOD—RIM-SEAL LOSS FACTORS 
FOR FLOATING-ROOF TANKS 


0. Introduction 


The purpose of this standard is to establish a uniform method 
for use in measuring evaporative rim-seal loss factors of rim 
seals used on external, covered, and internal floating-roof tanks. 
These rim-seal loss factors are to be determined in terms of loss 
rate, seal gap area, and wind speed for certification purposes. 

It is not the purpose of this standard to specify procedures 
to be used in the design, manufacture, or field installation of 
rim seals. Furthermore, equipment should not be selected for 
use solely on the basis of evaporative-loss considerations. 
Many other factors, such as tank operation, maintenance, and 
safety, are important in designing and selecting tank equip- 
ment for a given application. 


1 Scope 


This test method may be used to establish evaporative rim- 
seal loss factors for rim seals used on external and internal 
floating-roof tanks. The test method involves passing a con- 
trolled flow rate of air through a test chamber that contains a 
test liquid and a test rim seal, and measuring the concentra- 
tion of the test liquid vapor in the air streams entering and 
leaving the test chamber. This standard specifies the test 
apparatus, the instruments, the test procedure, and the calcu- 
lation procedures to be used. The variables that are to be 
measured are defined, and quality provisions are stipulated. 
The format for reporting the values of both the test results and 
their associated uncertainty are also specified. 

This standard may involve hazardous materials, operations, 
and equipment. This standard does not purport to address all 
of the safety problems associated with its use. It is the respon- 
sibility of the user of this standard to establish appropriate 
safety and health practices and determine the applicability of 
regulatory limitations prior to use. 


2 Normative References 


The following standards contain provisions which, through 
reference in this text, constitute provisions of this standard. 
At the time of publication, the editions indicated were valid. 
All standards are subject to revision, and parties to agree- 
ments based on this standard are encouraged to investigate 
the possibility of applying the most recent editions of the 
standards indicated below. 


2.1 API NORMATIVE STANDARDS 


API 
Manual of Petroleum Measurement Standards, Chapter 
19.3, Part F, “Evaporative Loss Factor for Storage 
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Tanks Certification Program,” First Edition, March 
1997 

Manual of Petroleum Measurement Standards, Chapter 
19.3, Part G, “Certified Loss Factor Testing Laboratory 
Registration,” First dition, March 1997 


2.2 ASTMNORMATIVE STANDARDS 


ASTM! 
D323 Test Method for Vapor Pressure of Petroleum 
Products (Reid Method) 
E220 Method for Calibration of Thermocouples by 
Comparison Techniques 
E230 Temperature-Electromotive Force (EMF) Tables 
for Standardized Thermocouples 


2.3 ASME NORMATIVE STANDARDS 


ASME? 
MFC-3M Measurement of Fluid Flow in Pipes Using 
Orifice, Nozzle and Venturi 


3 Terminology 
3.1 DEFINITIONS 


3.1.1. ACT facility: The entire facility used in the Air Con- 
centration Test (ACT) method. The ACT facility includes the 
test chamber, the sensors and data acquisition system, the air 
blower, the air inlet and outlet ducts, and the test liquid storage. 


3.1.2 air concentration test method: The test method 
used to establish evaporative rim-seal loss factors for rim 
seals used on external, covered, and internal floating-roof 
tanks that involves passing a controlled flow rate of air 
through a test chamber that contains a test liquid and a test 
rim seal, and measuring the concentration of the test liquid 
vapor in the air streams entering and leaving the test chamber. 


3.1.3 covered floating roof: A floating roof that 
results from covering an external floating roof with a fixed 
roof at the top of the tank shell. This effectively converts the 
external floating roof to an internal floating roof, while retain- 
ing the external-type of floating-roof design. These floating 
roofs are typically designed in accordance with Appendix C 


!ASTM Intemational, 100 Bar Harbor Drive, West Conshohocken, Penn- 
sylvania 19428. 

2American Society of Mechanical Engineers, 345 East 47th Street, New 
York, New York 10017. 
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of the American Petroleum Institute Standard 650, Welded 
Steel Tanks for Oil Storage. 


3.1.4 data acquisition: The process of receiving signals 
from the sensors, determining the values corresponding to the 
signals, and recording the results. 


3.1.5 deck: That part of a floating roof that provides 
buoyancy and structure, and which covers the majority of the 
liquid surface in a bulk liquid storage tank. The deck has an 
annular space around its perimeter to allow it to rise and 
descend (as the tank is filled and emptied) without binding 
against the tank shell. This annular space is closed by a flexi- 
ble device called a rim seal. The deck may also have penetra- 
tions, closed by deck fittings, that accommodate some func- 
tonal or operational feature of the tank. 


3.1.6 deck fitting: The device that substantially closes a 
penetration in the deck of a floating roof in a bulk liquid storage 
tank. Such penetrations are typically for the purpose of accom- 
modating some functional or operational feature of the tank. 


3.1.7 deck seam: Certain types of internal floating roofs 
are constructed of deck sheets or panels that are joined by 
mechanical means at deck seams. Such mechanically joined 
seam devices have an associated deck seam loss. Other types 
of internal or external floating roofs are constructed of metal 
sheets that are joined by welding. Such seam devices do not 
have an associated deck seam loss. 


3.1.8 evaporative loss factor: An expression used to 
describe the evaporative loss rate characteristics of a given 
floating-roof device. In order to obtain the standing storage 
evaporative loss rate for a bulk liquid storage tank equipped 
with a floating roof, the evaporative loss factor for each evap- 
orative loss contributing device is modified by certain charac- 
teristics of both the climatic conditions and the stored liquid. 
The characteristics of the stored liquid are expressed as a 
vapor pressure function, a vapor molecular weight, and a 
product factor. 


3.1.9 external floating roof: A floating roof that is 
exposed to the ambient environmental conditions by virtue of 
being in a bulk liquid storage tank that does not have a fixed 
roof at the top of the tank shell. External floating roofs are 
thus distinguished from internal floating roofs, which are 
located in tanks that do have a fixed roof to protect the float- 
ing roof from environmental exposure. External floating 
roofs are typically designed in accordance with Appendix C 
of the American Petroleum Institute Standard 650, Welded 
Steel Tanks for Oil Storage. 


3.1.10 internal floating roof: A floating roof that is 
not exposed to the ambient environmental conditions by vir- 
tue of being in a bulk liquid storage tank that has a fixed 
roof at the top of the tank shell. Internal floating roofs are 
thus distinguished from external floating roofs by their use 
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of a fixed roof to protect the internal floating roof from envi- 
ronmental exposure. Internal floating roofs are typically 
designed in accordance with Appendix H of the American 
Petroleum Institute Standard 650, Welded Steel Tanks for 
Oil Storage. 


3.1.11 floating roof: A device that floats on the surface 
of the stored liquid in a bulk liquid storage tank. A floating 
roof substantially covers the liquid product surface, thereby 
reducing its potential for exposure to evaporation. Floating 
roofs are comprised of a deck, a rim seal, and miscellaneous 
deck fittings. 


3.1.12 indicator: An instrument that displays or records 
signals received from a sensor. The indicator is typically con- 
structed to express the signal in units that are useful to 
describe the observed value of measurement. For example, 
an electronic signal may be received by the indicator as volts, 
but then displayed as pounds. An indicator may be incorpo- 
rated into an electronic data acquisition system. An elec- 
tronic data acquisition system typically has the capability to 
be pre-programmed to record data at prescribed intervals, to 
analyze the data that has been received, and to electronically 
store the results. 


3.1.13 instrument: A device used in the measurement 
process to sense, transmit, or record observations. 


3.1.14 product factor: A factor that describes the evap- 
orative loss characteristics of a given liquid product. The 
product factor, vapor pressure function, and vapor molecular 
weight are multiplied by the sum of the equipment loss fac- 
tors to determine the standing storage evaporative loss rate of 
a bulk liquid storage tank equipped with a floating roof. 


3.1.15 rim seal: A flexible device that spans the annular 
rim space between the tank shell and the perimeter of the 
floating roof deck. Effective rim seals close the annular rim 
space, accommodate irregularities between the floating roof 
and the tank shell, and help to center the floating roof, yet per- 
mit normal floating roof movement. 


3.1.16 sensor: An instrument that senses the attribute or 
measurement information that is to be obtained in a measure- 
ment process. This information is then transmitted to the 
indicator to be displayed or recorded. 


3.1.17 standing storage evaporative loss: Loss of 
stored liquid stock by evaporation past the floating roof dur- 
ing normal service conditions. This does not include evapo- 
ration of liquid that clings to the tank shell and is exposed to 
evaporation when the tank is being emptied (withdrawal 
loss); nor does it include vapor loss that may occur when the 
liquid level is sufficiently low so as to allow the floating roof 
to rest on its support legs. This does include, however, evapo- 
rative losses from the rim seal, deck seams, and deck fittings. 


3.1.18 test chamber: The portion of the ACT facility 
that contains the test rim seal and the test liquid. 
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3.1.19 vapor pressure function: A dimensionless fac- 
tor, used in the loss estimation procedure, that is a function of 
the ratio of the vapor pressure of the stored liquid to average 
atmospheric pressure at the storage location. The vapor pres- 
sure function, the stock vapor molecular weight, and the 
product factor are multiplied by the sum of the loss factors of 
the individual floating roof devices to determine the total 
standing storage evaporative loss rate of a bulk liquid storage 
tank equipped with a floating roof. 


3.2 UNITS OF MEASUREMENT 
3.2.1 System of Units 


This standard employs the inch-pound units of the English 
system. Values shall be referenced to the U.S. National Insti- 
tute of Standards and Technology (NIST) values (formerly 
the U.S. National Bureau of Standards). The text of this stan- 
dard does not include equivalent International System of 
Units (SD) values, which is the system adopted by the Interna- 
tional Organization of Standardization (ISO), but guidance 
for conversion to SI and other metric units is provided in 
Appendix D, Metric Units. 


3.2.2 Basic Units 


The unit of length is either the mile, designated mi; the 
foot, designated ft; or the inch, designated in. The unit of 
mass is the pound mass, designated pound or Ib. The unit of 
force is the pound force, designated pound-force or Ibf. The 
unit of time is either the hour, designated hr, or the year, des- 
ignated yr. The unit of temperature is the degree Fahrenheit, 
designated °F, or the degree Rankine, designated °R. The unit 
of electromotive force is the volt, designated v. 


3.2.3 Velocity 


The unit of velocity is the mile per hour, designated mi/hr 
or mph. 


3.2.4 Pressure 


The unit of pressure is the pound-force per square inch 
absolute, designated psia. 


3.2.5 Rim-Seal Loss Factors 


The unit of reporting rim-seal loss factors is the pound-mole 
per foot of tank diameter per year, designated lb-mole/ft yr. 

The units of the rim-seal loss factor, K,, do not actually 
indicate pound-moles of vapor loss over time, but rather are 
units of a factor that must be multiplied by certain coefficients 
(which are dimensionless) in order to determine the actual 
pound-moles of evaporative loss over time for a given liquid 
product. To convert the pound-mole per foot of tank diameter 
per year units of the rim-seal loss factor to a loss rate in terms 
of actual pound-moles per foot of tank diameter per year, the 
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rim-seal loss factor, K,, is multiplied by the dimensionless 
coefficients P*, which is a function of the product vapor pres- 
sure and atmospheric pressure, and K,, the product factor. 

A pound-mole, designated Ib-mole, is an amount of a sub- 
stance the mass of which, when expressed in pounds, is equal 
to the numerical value of the molecular weight of the sub- 
stance. To then convert the actual pound-moles per foot of 
tank diameter per year to pounds per year of a given liquid 
product, the loss rate (K,P*K,) is multiplied by the tank diam- 
eter, D, and the molecular weight of the liquid product in its 
vapor phase, M,, with molecular weight having units of 
pounds per pound-mole. Additional information on this for- 
mula may be found in API Publications 2517 [7] and 2519 
[11], and in API Manual of Petroleum Measurement Stan- 
dards, Chapter 19.2 [12]. 


Note: The numbers in parentheses indicate a reference in the Appendix E, 
Bibliography. 


3.3 NOMENCLATURE 


Symbol Description Units 
A, Rim-seal gap area ft? 
A, Constant in the vapor pressure equation dimensionless 
B, Constant in the vapor pressure equation °R 
C; Concentration of hydrocarbon vapor in ppmv 
the test chamber inlet air 
Cc, Concentration of hydrocarbon vapor in ppmyv 
the test chamber outlet air 
D Tank diameter ft 
D, Density of hydrocarbon vapor in the test Ib/fe? 
chamber outlet air 
F,  Rim-seal gap area factor ft?/ft 
K, Product factor dimensionless 
K, Rim-seal loss factor Ib-mole/ft yr 
L Rim-seal loss rate lb/hr 
L. Length of the test chamber ft 
L, Rim-seal loss rate Ib/yr 
L, Length of the test rim seal ft 
M, Molecular weight of test liquid vapor Ib/lb-mole 
P Vapor pressure of the test liquid psia 
P, Atmospheric pressure psia 
Py Static pressure in the outlet duct at the psia 
air flow rate sensor 
p* Vapor pressure function dimensionless 
Q, Volumetric flow rate of the outlet air at acfm 
actual conditions 
R Universal gas constant (10.73) f° psia/lb-mole °R 
T, Temperature of the air in the outlet duct °R or °F 
at the air flow rate sensor 
T; Stock liquid temperature °R or °F 
Vv Wind speed mph 
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4 Summary of Test Method 


The test method described in this standard uses a mass bal- 
ance procedure to measure a rate of evaporative loss. A test 
chamber is fitted with a test rim seal. Spacers are placed 
between the test rim seal and the simulated tank shell of the 
test chamber to create a specified rim-seal gap area. The area 
below the test rim seal is filled to an appropriate height with a 
volatile hydrocarbon test liquid of known properties, such as 
normal-hexane or ischexane. A prescribed level of air flow 
rate through the test chamber is set. The concentration of the 
test liquid vapors in the air is measured at the test chamber 
inlet and outlet. A mass balance is then used to determine the 
loss rate of the volatile hydrocarbon test liquid vapor through 
the rim seal. The loss rate is then factored for the properties of 
the test liquid and the length of the test rim seal in order to 
determine an evaporative rim-seal loss factor for the test rim 
sea] at that seal gap area. 


5 Significance and Use 


This test method establishes a procedure for measuring the 
evaporative rim-seal loss factor of rim seals that are used on 
external, covered, and internal floating-roof tanks. The testing 
is to be performed in a laboratory that has been approved by 
the API for this purpose, in accordance with the API Manual 
of Petroleum Measurement Standards, Chapter 19.3, Part G, 
“Certified Loss Factor Testing Laboratory Registration.” The 
values determined by this method are to be evaluated in 
accordance with the API Manual of Petroleum Measurement 
Standards, Chapter 19.3, Part F, “Evaporative Loss Factor for 
Storage Tanks Certification Program” in order to assign API- 
certified loss factors to the particular rim seal tested. The lab- 
oratory approval procedure, the test method, and the evalua- 
tion method together constitute a procedure by which 
manufacturers of floating-roof rim seals may obtain API-cer- 
tified loss factors for rim seals of their proprietary design. 


6 Limitations To Test Method 
6.1 EVALUATION OF RESULTS 


The results of this test method are not intended to be used 
apart from their evaluation in accordance with API Manual of 
Petroleum Measurement Standards, Chapter 19.3, Part F, “Evap- 
orative Loss Factor for Storage Tanks Certification Program.” 


6.2 LOW LOSS RATES 


This test method is not valid for rim seals that have a loss 
rate lower than the specified tolerance of the instruments. 

If it is determined that the loss rate of the test rim seal is 
less than the detection limit of the instrumentation, the report 
of test results shall state the de minimus value for the rim-seal 
loss factor that is based on the instrumentation detection limit. 
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7 Test Apparatus 
7.1 TEST APPARATUS SCHEMATIC 


Figures 1, 2, and 3 are schematics of the test apparatus that 
is to be used to obtain the measurements necessary for devel- 
oping a certified evaporative rim-seal loss factor for a test rim 
seal of an external, covered, or internal floating roof. The test 
apparatus is comprised of certain test equipment and instru- 
mentation arranged in a test room. 


7.2 TEST ROOM 


The test room is to be large enough to house the test equip- 
Ment, instrumentation, and personnel required for the test 
method. The test room shall be constructed and controlled 
such that the air temperature in the test room is capable of 
being maintained within +5°F of a selected test room temper- 
ature for the duration of the test period. 


7.2.1. Insulation 


The test room should be insulated to aid in the control of 
the air temperature within the room. 


7.2.2 Air Temperature Control System 


The test room shall have a dedicated temperature con- 
troller for maintaining the air temperature within the test 
room. The test room may also have a dedicated heater and 
air conditioner. 


7.2.3 Circulation Fan 


The test room shall be equipped with a fan that circulates 
the air within the test room to reduce air temperature varia- 
tions in the test room. 


7.2.4 Test Chamber Air 


The air that is directed through the test chamber may be 
drawn from an area of the building outside of the test room in 
order to avoid disturbing the control of the air temperature 
within the test room. The temperature of the air in the test 
chamber shall be maintained within +10°F of the temperature 
of the air in the test room. 


7.3. TEST CHAMBER 


The test chamber shall be a curved length of duct through 
which air may be directed by means of a blower, as illustrated 
in Figure 1. The curvature of the test chamber shall be based 
on the shell curvature of a 100-foot-diameter storage tank. 
The test chamber shall have a generally rectan gular cross sec- 
tion so as to readily accommodate openings. There shall be 
openings in the sides of the test chamber to allow access to 
the test rim seal for inspection and modification and also to 
allow for viewing the test rim seal while the test is in 
progress. The top of the test chamber shall be removable to 
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allow for test rim seal installation and removal. The test 
chamber shall have a cross section above the simulated float- 
ing roof rim that is at least 2'4-feet wide by 4-feet high and 
shall be of sufficient length to accommodate a test rim seal 
section that has an arc length of at least 26 feet. 

The test chamber shall be fitted with a thermocouple to 
measure the temperature of the test liquid within 3 inches 
below the test liquid surface. 


7.4 INLET AIR FLOW CONTROL SECTION 


An inlet air flow control section shall be installed between 
the inlet of the test chamber and the connection to the inlet 
duct. The air flow pattern in the test chamber shall be con- 
trolled by an air flow distribution mechanism and air flow 
straighteners that are located in the inlet air flow control sec- 
tion. An access hatch may be installed in this section to facil- 
itate inspection and cleaning of the air flow distribution 
mechanism and air flow straighteners. 


7.4.1. Air Flow Distribution Mechanism 


The air flow distribution mechanism shall consist of air 
flow blockage plates located below the air flow straighteners 
at the discharge of the inlet air flow control section, as shown 
in Figures 1 and 2. The distance from the top of the rim plate 
to the bottom of the air flow straighteners shall be 3 feet. 


7.4.2 Air Flow Straighteners 


Air flow straighteners shall be installed in the inlet air flow 
control section, as shown in Figures 1 and 2. The air flow 
straighteners shal] be at least 1-foot-long and shall consist of 
air flow straightening devices, such as a bank of 2-inch-diam- 
eter tubes. 


7.5 OUTLET AIR FLOW CONTROL SECTION 


An outlet air flow control section shall be installed between 
the discharge of the test chamber and the connection to the 
outlet duct. The outlet air flow control section shall be con- 
structed in a manner similar to that of the inlet air flow control 
section and shall also have a similar air flow distribution 
mechanism at the location where this section is joined to the 
test chamber, as shown in Figures 1 and 2. 


7.6 AIR BLOWER 


Air movement in the test chamber shall be provided by an 
air blower located at the upstream end of the inlet duct, as 
shown in Figure 1. The air blower shall be capable of provid- 
ing variable air flow rates corresponding to equivalent air 
wind speeds ranging from 0.5 to 15 mph. The air blower 
shall be capable of maintaining the wind speed at a constant 
leve] within +10 percent during a test period. 
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7.7 VIBRATION DAMPING 


The transmission of vibrations to the test chamber and data 
acquisition system shall be minimized by installing vibration 
damping equipment on the air blower. The air blower shall be 
mounted on vibration isolation dampers, and a flexible fabric 
section shall be installed between the discharge of the air 
blower and the inlet duct. 


7.8 RIM SEALS 


The rim seal to be tested shall be mounted on the simulated 
floating roof rim using the assembly and installation proce- 
dures normally used for the rim seal, as specified by the rim 
seal manufacturer. The only exception to this use of normal 
procedures involves the sealing method for the ends of the 
test im seal. At each end of the section of test rim seal, the 
test rim seal must be joined and sealed to the end wall of the 
test chamber to eliminate emission end effects. Sealing 
details for these end joints shall be documented in the report 
of test results and should be installed in a manner so as to not 
affect the emission characteristics of the test rim seal. 

The surfaces of the test rim seal and the test chamber shell 
plate shall be clean and free from oil or other material that 
may affect the rim-seal loss factor test results. 

A leak-tightness test may be performed on the test rim seal 
to ensure that there are no leak paths through the two end 
joints. An example of such a leak-tightness test consists of 
applying a slight gas pressure in the vapor space under the 
rim seal. A leak detection liquid (typically a soap-like liquid 
that will form bubbles at vapor leaks) may then be applied at 
the end joints. If no bubbles are detected, it can be assumed 
that no significant end joint emission leaks are present. 


7.9 TEST LIQUID 


The test liquid shall be maintained at a level relative to the 
test rim seal that corresponds to that which is typical of indus- 
try practice for the rim seal being tested. 

The test liquid shall be normai-hexane (n-hexane) or iso- 
hexane, technical grade or better. During a test, the tempera- 
ture. of the test liquid shall not be permitted to exceed its 
normal boiling point temperature. A sample of the test liquid 
Shall be tested to determine the Reid vapor pressure of the 
mixture in accordance with ASTM D323. 

The required quantity of test liquid may be reduced by 
floating it on top of water. The depth of the test liquid layer 
shall be sufficient to ensure that it completely covers the sur- 
face of the water for the duration of the test. The depth of the 
test liquid layer must also be sufficient to ensure that the 
change in vapor pressure of the test liquid as a result of evap- 
oration of lighter hydrocarbon components does not cause the 
test liquid vapor pressure to decrease by more than 5 percent 
during the duration of the test. 
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Test rim seals that normally extend into the liquid product 
on a storage tank shall be mounted in the test chamber in a 
manner that permits free flow of the test liquid to all rim 
space areas below the test rim seal. For example, when test- 
ing a mechanical-shoe primary seal, the layer of test liquid 
that is floating on water must extend below the bottom of 
the shoe. 


7.10 EMPTYING AND FILLING 


All liquid-level fittings of the test chamber, including those 
for emptying and filling, must be leak tight. A method of 
indicating the liquid level in the test chamber must be pro- 
vided to control initial filling and for monitoring purposes 
during a test. The preferred method of indicating the liquid 
level is by means of a sight tube, or window, but other meth- 
ods that do not result in any loss of test liquid or its vapors 
may also be used. 


7.11 SPILL PAN 


It is advisable to place a spill pan under the test chamber to 
collect any spillage of test liquid that may occur during filling 
and emptying operations. 


8 Test litem 
8.1 TEST ITEM CONSTRUCTION 


The items to be tested according to this test method are rim 
seals for external, covered, and internal floating-roof tanks. 
Items to be tested shall be full-scale samples of the rim seals. 
These shall be constructed according to the manufacturer’s 
standard practice and shall include all features typical to 
actual use. 


8.2 TEST RIM SEAL ATTACHMENT 


The rim seal to be tested shall be attached to the test cham- 
ber in a manner similar to its attachment to a floating-roof nm 
in practice. Test rim seals that normally extend into the liquid 
product on a floating roof shall be mounted in a similar man- 
ner on the test chamber. 


8.3 TEST RIM SEAL END CONNECTIONS 


The ends of the test rim seal shall be sealed to the end walls 
of the test chamber. A suitable sealant or caulk may be used 
for this purpose. 


8.4 TALL RIM SEALS 


Some test rim seals (especially secondary seals) may 
extend well above the floating-roof rim of the test chamber. 
For these test rim seals, care must be taken to ensure that the 
air flow is not allowed to pass under the test rim seal due to 
the projection of the test rim seal above the height of the test 
chamber end wall. 
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9 Preparation Of Apparatus 
9.1 TEST ITEM PLACEMENT 


Install the test rim seal in the test chamber, as described in 
7.8 and 8.2. Fill the test chamber with test liquid to the proper 
level, as described in 7.9. Insert rim-seal gap spacers between 
the test rim seal and the shell plate to create the required gap 
area, as described in 11.1. 


9.2 TEST ROOM AIR TEMPERATURE CONTROL 


Start the test room air temperature control system to adjust 
the test room air temperature to the required value. 


9.3 AIR BLOWER STARTUP 


Start the air blower and adjust its air flow rate to achieve 
the specified wind speed in the test chamber, as indicated by 
the measurement of the air flow rate. 


9.4 STEADY-STATE OPERATION 


Start the data acquisition system, and record the appropri- 
ate temperatures, pressures, and concentrations over a period 
of time until a steady evaporative loss rate is achieved. Fol- 
lowing this initial startup period during which the evaporation 
rate stabilizes, the subsequent test data recorded by the data 
acquisition system (as described in 11.3) shall constitute the 
record of test data that is to be used in calculating the rim-seal 
loss factor. The test period of steady loss rate shall not be less 
than 1 hour. 


10 Instrumentation and Calibration 
10.1 ACCURACY 


Each parameter to be measured requires a sensor, an indi- 
cator, and a method of recording the data. The specifications 
that follow describe the required instruments, the methods to 
be employed in the measurement process, and the accuracy 
requirements. Calibration procedures are specified to mini- 
mize systematic error, or bias, in the instruments. The instru- 
ment requirements are summarized in Table 1. 

Procedures are also specified for certain steps of the mea- 
surement process that have been identified as likely potential 
sources of random error, so as to limit the imprecision associ- 
ated with these steps. One such step is the method of indicat- 
ing observed values and recording them. The process of 
receiving signals from the sensors, determining the values 
corresponding to the signals, and recording the results may be 
collectively referred to as data acquisition. Data acquisition 
is to be accomplished with a programmable electronic data 
acquisition system, so that the frequency and precision of 
observations can be controlled within specified tolerances. 

The demonstrated accuracy of the sensors shall be based 
on the readings indicated by the data acquisition system, 
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Table 1—Instrument Requirements 
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Maximum Tolerable Maximum Calibration 


Variable to be Measured Instrument Type Error Interval 
Time of the observation Clock of the DAS +0.1% 6 months 
Temperature of the air in the test room Thermocouple +0.5°F 6 months 
Average bulk temperature of the test liquid Thermocouple +0.5°F 6 months 
Temperature of the air in the outlet duct Thermocouple +£0.5°F 6 months 
Concentration of the hydrocarbon vapor in the inlet duct Total hydrocarbon analyzer +1% Every test 
Concentration of the hydrocarbon vapor in the outlet duct Total hydrocarbon analyzer £1% Every test 
Atmospheric pressure in the test room Pressure sensor +0.05 psia 6 months 
Onifice plate pressure drop Differential pressure sensor 40.5% 6 months 
Pitot tube differential pressure Differential pressure sensor 40.5% 6 months 
Test chamber static pressure rise Differential pressure sensor +0.5% 6 months 
Outlet duct static pressure Pressure sensor 140.5% 6 months 
Test chamber static pressure Pressure sensor +0.5% 6 months 


thereby providing verification of the indicator as well as the 
sensor. Calibration standards shall be traceable to national 
measurement reference standards maintained by NIST. 


10.2 DATA ACQUISITION SYSTEM 


The data acquisition system shall be capable of recording 
all of the data transmitted by the sensors. The data acquisi- 
tion system shall include a chronometer that indicates time in 
intervals not greater than one second with a demonstrated 
accuracy of +0.1 percent. The data acquisition system shall 
be capable of being programmed to record individual sensor 
readings at a specified frequency. The data acquisition sys- 
tem should be capable of real-time display of the observed 
values, so that any out-of-specification conditions can be 
detected and corrected as soon as possible. The software of 
the system shall be verified by using the data acquisition sys- 
tem as the indicator when calibrating the sensors. 


10.3 TEMPERATURE MEASUREMENT 


Temperatures shall be sensed with thermocouples and the 
signals transmitted to the data acquisition system. The tempera- 
ture measuning system shall be capable of sensing temperature 
changes of +0.2°F with a demonstrated accuracy of +0.5°F. 


10.3.1 Thermocouple Locations 


Thermocouples shall be located so as to measure the bulk 
temperature of the test liquid, the temperature of the air in the 
test room, and the temperature of the air in the outlet duct. 


10.3.1.1 Test Liquid Temperature 


At least one thermocouple shall be located within 3 inches 
below the test liquid surface in the test chamber to measure 
the bulk temperature of the test liquid, as shown in Figure 3. 
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10.3.1.2 Test Room Temperature 


A thermocouple shall be located near the test chamber to 
measure the air temperature in the test room, as shown in 
Figure 1. 


10.3.1.3 Qutlet Duct Air Temperature 


A thermocouple shail be located in the outlet duct to mea- 
sure the temperature of the air passing the air volumetric flow 
Tate sensor in the outlet duct, as shown in Figure 1. 


10.3.2 Thermocouple Calibration 


Each thermocouple shall be calibrated in accordance with 
ASTM E220 using the temperature measurement system. All 
thermocouple calibrations shall be based on the temperature- 
electromotive force tables in ASTM E230. The observed val- 
ues shall not vary from the true values by more than +0.5°F. 


10.4 WIND SPEED MEASUREMENT 


The effective wind speed shall be based on the pressure- 
flow characteristics of the specific test chamber being used. 
Appendix B presents the procedure that shall be used to 
determine the wind speed calibration of the test chamber. 
This procedure presents a relationship that relates the ambient 
wind speed to the test chamber static pressure rise, which in 
tum is related to the air volumetric flow rate through the test 
chamber. As a result, the air volumetric flow rate is used to 
set the desired test wind speed condition. 


10.4.1 Air Volumetric Flow Rate Measurement 


The air volumetric flow rate shall be measured in the outlet 
duct using an orifice plate, a pitot tube, or some other suitable 
sensor. The air volumetric flow rate sensor shall be manufac- 
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tured and placed in the outlet duct in accordance with the 
manner that is described in ASME MFC-3M. 


10.4.2 Air Volumetric Flow Rate Sensor Calibration 


Orifice plates, pitot tubes, and similar air volumetric flow 
rate sensors shall be considered primary instruments and need 
not be calibrated. 


10.5 CONCENTRATION MEASUREMENT 


The concentration of the test liquid vapors in the inlet duct 
and outlet duct shall be measured with total hydrocarbon ana- 
lyzers (THA) or equivalent instruments. The THA instru- 
ments shall be calibrated during a test at intervals not 
exceeding 12 hours using zero and span gases of known certi- 
fied composition. Additionally, the THA instruments shall be 
calibrated within one hour before beginning a test. 


10.6 ATMOSPHERIC PRESSURE MEASUREMENT 


Atmospheric pressure shall be sensed with a pressure sen- 
sor and the signal transmitted to the data acquisition system. 
The atmospheric pressure sensor shall be capable of sensing 
atmospheric pressure changes of £0.01 psia with a demon- 
strated accuracy of +0.05 psia. 


10.6.1 Atmospheric Pressure Sensor Location 


The atmospheric pressure sensor shall be located near the 
data acquisition system to measure the atmospheric pressure 
in the test room, as shown in Figure 1. 


10.6.2 Atmospheric Pressure Sensor Calibration 


The atmospheric pressure sensor shall be calibrated for at 
least two levels of pressure using the atmospheric pressure 
measurement system. The observed values shall not vary 
from the true values by more than +0.0S psia. 


10.7 STATIC PRESSURE MEASUREMENT 


The air static pressure shall be measured in the test cham- 
ber and in the outlet duct at the air volumetric flow rate sen- 
sor. High-precision electronic pressure sensors shall be used 
for these measurements, and their output signal shall be 
recorded directly by the data acquisition system. The mea- 
sured pressures shall not exceed the sensor's measurable 
range, even during brief periods of pressure fluctuations. 
Also, the measured pressures shall not be below 10 percent of 
the sensor’s full-scale range. The static pressure measure- 
ment sensors shall be calibrated at least every 6 months. The 
accuracy of the static pressure sensors shall be based on the 
readings indicated by the data acquisition system. 
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10.8 DIFFERENTIAL PRESSURE MEASUREMENT 


The air differential pressure shall be measured across the 
outlet duct air volumetric flow rate sensor (for example, ori- 
fice plate, pitot tube, and so forth) and also across the test 
chamber. The test chamber air differential pressure shall be 
considered an air static pressure rise from the inlet to the out- 
let of the test chamber at locations adjacent to the rim plate. 
The measured air differential pressures shall not exceed the 
sensor’s measurable range, even during brief periods of pres- 
sure fluctuations. Also, the measured differential pressures 
shall not be below 10 percent of the sensor’s full-scale range. 
The differential pressure sensors shall be calibrated at least 
every 6 months. The accuracy of the differential pressure 
sensors shall be based on the readings indicated by the data 
acquisition system. 


11. Test Procedure 
11.1. RIM-SEAL GAPS 


Insert the rim-seal gap spacers with the specified rim-seal 
gap area between the test rim seal and the shell plate of the 
test chamber. 

A rim-seal gap is defined as any space, or opening, 
between the tank shell and the rim seal that provides an unob- 
structed path from the top of the seal to the stored product liq- 
uid surface or to a position beneath the rim seal for inserting a 
0.125-inch diameter probe. 


11.1.1 Rim-Seal Gap Area Factor 


The rim-seal gap area, A,, is the total cumulative area of the 
rim-seal gaps. The rim-seal gap area factor, F,, is the total 
cumulative area of rim-seal gaps, A,, divided by the tank 
diameter, D. The units of the rim-seal gap area factor are in? 
gap area/ft tank diameter, or in.?/ft. 


11.1.2 Rim-Seal Gap Spacers 


To create a specified rim-seal gap area, gap spacers may be 
inserted between the rim seal and the inside surface of the 
tank shell. Gap spacers may consist of spacer bars or spacer 
plates. When spacer bars are used, they must not create a 
blockage to circumferential air flow at the location of the 
spacer bar. When spacer plates are used, they should have 
sides that taper from the widest gap width back to the tank 
shell. 

Gap spacers used in the primary seal should not create a 
gap that exceeds 1.5 inches. Gap spacers used in the second- 
ary seal should not create a gap that exceeds 0.5 inch. If larger 
gap areas are required for testing, the circumferential length 
at which the rim seal is intentionally gapped should be 
extended. 
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11.1.3 Rim-Seal Gap Spacer Locations 


When rim-space gap spacers are used to create a specified 
rm-seal gap area factor, F,, two equally sized rim-seal gap 
spacers shall be used, each located from the ends of the test 
chamber at positions that are one-quarter of the length of the 
test chamber, L,, as shown in Figure 1. 


11.1.4 Rim-Seal Gap Area Factor Test Conditions 


Tests shall be conducted at the specified values of the rim- 
seal gap area factor, F,. The rim-seal gap area factor shall be 
assigned a value of zero when no rim-seal gap spacers are 
inserted and when the only gaps present are those that result 
from the fit of the rim seal to the inside surface of the tank 
shell. 


Example 


As an example in determining the required rim-seal gap 
area, A,, for a rim-seal gap area factor, F y assume that the 
length of the test chamber, L, , is 26 feet, as shown in Figure 1. 
The test chamber length represents half of the circumference 
of a floating roof, as discussed in SB.4, where the test cham- 
ber inlet represents the windward side of a floating roof and 
the test chamber outlet represents the leeward side of a float- 
ing roof. The test chamber thus represents a tank whose 
diameter, D, is (2)(26.00)/(3.142) = 16.55 ft. If the rim-seal 
gap area factor, F,, is 1.0 in.? of gap/ft of tank diameter, then 
the required rim-seal gap area, A,, is 16.55 in? for a tank 
whose diameter is 16.55 ft. Since the test chamber represents 
only half of the circumference of a floating roof, and since 
two equally-sized rim-seal gap spacers are required to be 
installed in the test chamber, each gap spacer is required to 
have an area of 4.138 in.? This gap area could be produced, 
for example, by a gap spacer that is 0.5 inches wide and about 
8.267 inches long. The exact circumferential length of the 
gap spacer depends upon the shape of the taper at each end of 
the gap spacer. 


11.2 LEVELS OF WIND SPEED 


Tests shall be conducted at the minimum number of wind 
speeds of approximately 0.5, 5, 10 and 15 mph for each rim 
seal and rim-seal gap area that is tested. Tests at additional 
wind speeds can sometimes help in determining the wind 
speed dependency of the rim-seal loss factor. The test results 
at a wind speed of 0.5 mph represents conditions typical of 
those of an internal floating roof and are called zero wind 
speed tests, as discussed in C.3. 


11.3. DATA TO BE RECORDED 
11.3.1 Test Rim Seal 


A description of the test rim seal shall be recorded, includ- 
ing the name of the manufacturer and any model name or 
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number. Dimensions of the test rim seal shall be recorded on 
a drawing, and a drawing shall be made of the end sealing 
arrangement. Photographs shall be taken to document the test 
nm seal, its installation procedure, and its final arrangement 
in the test chamber. 


11.3.2 Instruments 


Names, model numbers, serial numbers, scale ranges, and 
calibration data shall be recorded for all instruments used in 
the test. 


11.3.3 Test Data 


Test data for each determination shall be recorded. All test 
data shall be recorded electronically by the data acquisition 
system to a storage device from which it may be downloaded 
to a printer. All recorded data shall include the time of the 
observed reading. Each of the following test data shall be 
recorded during the steady-state test period. 


11.3.3.1 Temperature 

The temperature of the test liquid, the temperature of the 
air in the test room, and the temperature of the air in the outlet 
duct shall be recorded at intervals of 5 minutes or less. 
11.3.3.2 Test Chamber Static Pressure Rise 

The static pressure rise from the inlet to the outlet of the test 
chamber shall be recorded at intervals of 5 minutes or less. 
11.3.3.3 Air Volumetric Flow Rate 

The air volumetric flow rate through the outlet duct shall be 
recorded at intervals of 5 minutes or less. 
11.3.3.4 Outlet Duct Static Pressure 

The static pressure in the outlet duct at the air flow rate sen- 
sor shall be recorded at intervals of 5 minutes or less. 
11.3.3.5 Total Hydrocarbon Vapor Concentration 


The total hydrocarbon vapor concentration of the air in the 
inlet duct and in the outlet duct shall be recorded at intervals 
of 5 minutes or less. 


11.3.3.6 Atmospheric Pressure 


The atmospheric pressure in the test room shall be recorded 
at intervals of 5 minutes or less. 


11.3.3.7 Test Liquid Vapor Pressure 


The vapor pressure of the test liquid shall be determined at 
least once for each test performed. The vapor pressure shall 
be based on the Reid vapor pressure determined from a sam- 
ple of the test liquid obtained during the test period or from an 
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interpolated vapor pressure based on the Reid vapor pressure 
determined from samples of the test liquid obtained both 
before and after the test period. 


11.3.4 Log Book 


An operator’s log book shall be maintained to document 
any general observations, as well as the sequence and timing 
of the tests performed. In addition, the log book shall contain 
recorded data concerning the test rim-seal gap area and test 
chamber liquid level. 


11.4 DURATION OF TEST 


The emission characteristics of a test rim seal may change 
after a change is made in the test conditions (for example, 
wind speed, rim-seal gap area, liquid level, and so forth) as 
new emission flow paths are created and concentration gradi- 
ents are established. As a result, sufficient time must be 
allowed to establish a steady-state evaporative loss rate. To 
test for steady evaporative loss rate conditions, trial observa- 
tions may be made until steady readings are observed. Data 
shall then be recorded for a period of not less than 1 hour after 
obtaining steady readings. In any event, a test shall not be 
considered steady until a minimum of 4 hours have elapsed. 
Thus, the absolute minimum test duration would be 5 hours 
(that is, 4 hours to establish steady conditions, then 1 hour of 
data recording). Typical test durations are apt to extend to 8 
or 10 hours. 


12 Calculation of Test Results 
12.1 CALIBRATION CORRECTIONS 


Calibration corrections shall be applied to individual read- 
ings before performing calculations. These corrections could 
be applied by the data acquisition system to the individual 
readings during the course of the test. 


12.2 RIM-SEAL LOSS RATE 


The rim-seal loss rate, L, of the test rim seal at any time 
during the course of a test shall be determined using Equation 
3 from the simultaneous measurements of air volumetric flow 
rate, inlet hydrocarbon vapor concentration, outlet hydrocar- 
bon vapor concentration, and hydrocarbon vapor density. 


(Ty. °R) = (Ty, °F) + 459.67 (1) 
Py, M, 
Pe RT) eS 


(- volume “actor (¢ min. 
l=) 1 | 
| hour 


2 ) Q,D, (C.-C) @B) 
10° ppmv 
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Where: 


L = tim-seal loss rate (tb/hr); 
Q, = volumetric flow rate of the outlet air at actual condi- 
tions (acfm); 
C, = concentration of hydrocarbon vapor in the test 
chamber outlet air (ppmv); 
C, = concentration of hydrocarbon vapor in the test 
chamber inlet air (ppmv); 
D, = density of hydrocarbon vapor at the conditions of 
the test chamber outlet air (Ib/ft?); 
P,, = static pressure in the outlet duct at the air flow rate 
sensor (psia); 
M, = molecular weight of test liquid vapor (Ib/lb-mole); 
R = universal gas constant (10.73; ft? psia/lb-mole °R); 
and 
T, = temperature of the air in the outlet duct at the ait 
flow rate sensor (°R). 


The evaporative loss rate that is to be used in determining 
the rim-seal loss factor shall be the mean of the loss rates 
measured during a test period of at least 1 hour duration fol- 
lowing the establishment of a steady-state evaporative loss 
rate. The variance of the loss rate over the steady-state test 
period shall be determined, along with the uncertainty, based 
on a95 percent confidence limit. 


12.3 VAPOR PRESSURE FUNCTION 


The vapor pressure function, P*, as described in API Publi- 
cations 2517 [7] and 2519 [11] and in the API Manual of 
Petroleum Measurement Standards, Chapter 19.2 [12], shall 
be determined from the mean of the measurements of test liq- 
uid temperature (7,°F) and the mean of the measurements of 
atmospheric pressure, P,, recorded during the steady-state 
test period using Equations 4, 5, and 6. 


(T,, °R) = (T;, °F) + 459.67 (4) 
B 
P= [A 4 2 | 5 
Lee eR) " 
PSP 
p* =- ( ) = (6) 
[1+[1-(P/P,)] 7] 
Where: 
P, = mean atmospheric pressure in the test room during 
the test period (psia); 
A. = 13.824 (dimensionless) for n-hexane; and 


B, = 6,907.2 (°R) for n-hexane. 


P 


The value of the vapor pressure constants, A, and B,, for 
isohexane depend on the actual test liquid composition. 
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12.4 RIM-SEAL LOSS FACTOR 


The rim-seal loss factor, K,, for each test shall be calculated 
at each level of wind speed from the rim-seal loss rate, L, and 
the vapor pressure function, P*, using Equations 7 and 8. 


L, = (L, |b/hr)(24 hr/day)(365.25 day/yr) (7) 


14 
K, = 31416) L, 


~ (PPM) - 


L, = rim-seal loss rate (Ib/yr); 


L, = length of the test rim seal (ft); 
M, = molecular weight of the test liquid vapor (Ib/Ib- 


mole); 
= 86.18 (Ib/lb-mole) for n-hexane; and 
K. = product factor of the test liquid (dimensionless); 
1.0 (dimensionless) for n-hexane and isohexane. 


12.5 UNCERTAINTY ANALYSIS 


Determine the uncertainty in the calculated rim-seal loss 
factor, K,, by using the procedure described in Appendix A, 
Uncertainty Analysis. 


13 Report of Test Results 
13.1 REPORT 


The report of a laboratory test to determine the rim-seal 
loss factor of a test rim seal shall include: 


a. Name and location of the laboratory. 

b. Description and drawings of the test apparatus. 

c. Name and location of the test rim seal manufacturer. 

d. Reid vapor pressure of the test liquid, as required in 7.9. 

e. Description and drawings of the test rim seal, as required 
in 11.3.1, 

f. Description of the method of joining and sealing the ends 
of the test rim seal to the end walls of the test chamber, as 
required in 7.8. 

g. Description and calibration data for the instruments, as 
required in 11.3.2. 

h. Description of the wind speed calibration of the test cham- 
ber, as outlined in Appendix B. 

i. Test data, as required in 11.3.3. 

J. Results of calculations, as outlined in 12. 

k. Results of the uncertainty analysis, as outlined in Appen- 
dix A. 

1. Results of the loss factor equation determination, as out- 
lined in Appendix C. 


13.2 DATA CURVES 


Each calculated value of the rim-seal loss rate shall be 
presented on a time-based loss rate curve, which shall 
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include each of the individual loss rate values from the 
beginning of the test through the steady-state test period. The 
values shown on the curve shall be the calculated Joss rate 
values, as described in 12.2. A typical loss rate curve is 
shown in Figure 4. 

Accompanying curves and tables shall be included that show: 


a. Air volumetric flow rate. 

b. Test chamber pressure rise. 

c. Hydrocarbon vapor concentrations. 

d. Temperatures of the test liquid, the air in the outlet duct, 
and the air in the test room. 

e. Atmospheric pressure. 


These curves shall include each of the individual values 
from the beginning of the test through the Steady-state test 
period. 


13.2.1 Coordinates 


The data curves shall be drawn with time as the abscissa 
and the associated test parameter (for example, rim-seal loss 
rate, ait volumetric flow rate, and so forth) as the ordinate. 


13.2.2 Display 


Data curves shall show the individual readings. The mean 
value of each test parameter during the Steady-state test 
period shall be listed along with its standard deviation and 
uncertainty based on a 95-percent confidence interval. Each 
data curve shall list the test number, the test rim seal descrip- 
tion, the test rim-seal gap area (and any other relevant seal 
parameter), the wind speed, and the names of the rim seal 
manufacturer and the test laboratory. 


13.3 RIM-SEAL LOSS FACTOR GRAPH 


The results of all tests for a given test rim seal shall be pre- 
sented on a rim-seal loss factor graph. A typical rim-seal loss 
factor graph is shown in Figure 5. 


13.3.1 Coordinates 


Rim-seal loss factor graphs shall be drawn with wind speed 
as the abscissa and rim-seal loss factor as the ordinate. 


13.3.2 Display 


The rim-seal loss factor determined for each test shall be 
shown as a data point with its 95-percent confidence interval 
on the rim-seal loss factor graph. In the event that a rim-seal 
loss factor was obtained for more than one test at a specific 
level of wind speed and test rim-seal gap area, the rim-seal 
loss factor determined for each test shall be shown along with 
the mean rim-seal loss factor for that level of wind speed. 
The value for each data point shall be listed to three signifi- 
cant figures, either on the graph or on an accompanying table. 
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The curve of the loss factor equation, determined in accor- the measured value and the true value. This uncertainty is 
dance with Appendix C, shall also be displayed. The rim-seal obtained by using the procedure described in Appendix A, 
loss factor graph shall list the test rim seal description and the which uses the uncertainties in the individual measurements 
names of the manufacturer and test laboratory. that include the effects of random error (imprecision) and sys- 


tematic error (bias). 
14 Precision and Bias 


The uncertainty in a measured evaporative rim-seal loss 
factor indicates the probable or possible difference between 
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Figure 4—Typical Data Curve (Rim-Seal Loss Rate) 


Copyright por American Petroleum Institute 
Wed Feb 09 16:34:32 2005 


STD-API/PETRO MPMS 19.3-ENGL 1997 MB 0732290 0567954 7o2 a 


16 CHAPTER 19.3—Evarorative Loss MEASUREMENT 


140 


121 4+/-12.0 


120 


100 


80 


60 


Rim-seal loss factor, (Ib-mole/ft yr) 


40 


20 


Wind Speed, (mi/nr) 


Test Rim Seat Description: Mechanical-Shoe Primary Seal 
Rim Seal Gap Area: 1.00 in.2Hoot diameter 

Rim Seat Manufacturer: Seals-R-Us 

Test Laboratory: Tests-R-Us 


Figure 5—Typical Rim-Seal Loss Factor Graph 


Copyright por American Petroleum Institute 
Wed Feb 09 16:34:32 2005 


STD-API/PETRO MPMS 19-43-ENGL 199? MM 0732290 056749555 £45 a 


APPENDIX A—UNCERTAINTY ANALYSIS 


A.1 General 


Loss factor determinations are always subject to some level 
of uncertainty as a result of uncertainties in the measured 
variables. These individual uncertainties include both a sys- 
tematic component, which is expressed as bias, and a random 
component, which is expressed as imprecision. 

Appendix A describes a calculation method that shall be 
used to determine the uncertainty in the rim-seal loss factor, 
K,, that results from the effects of the individual measure- 
ment uncertainties. The results of these calculations shall be 
included in the report of test results. 


A.2 Definitions 


The following definitions are used in Appendix A: 


X = measured quantity. 
U, = absolute uncertainty in X. 
Ey = per unit uncertainty in X. 


From these definitions it follows that: 


Ey = U,/X (A-1) 

The per unit uncertainty, £,, used in this standard shall be 
based on a 95-percent confidence limit, which implies that 
out of a large number of measurements having a normal sta- 
tistical distribution, 95 percent may be expected to be within 
the limits specified, with 2.5 percent above the top limit and 
2.5 percent below the bottom limit. 

The results of measurements shall be reported as shown in 
Equation A-2. 


xX +U, (A-2) 


A.3 Nomenclature 


The nomenclature used in Appendix A consists of the 
nomenclature previously listed in 3.3, as well as that listed in 
the following table. 


Symbol Description Units 
F Defined by Equation A-7 dimensionless 
R, Ratio of vapor pressure to atmospheric dimensionless 
pressure 
Per Unit Uncertainty Of: 
E, Constant in the vapor pressure equation dimensionless 
P 
Ep Constant in the vapor pressure equation dimensionless 
P 
Ex Product factor dimensionless 
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E K, Rim-seal loss factor dimensionless 
E, Rim-seal loss rate dimensionless 
E ke Length of rim seal dimensionless 
E M, Molecular weight of stock vapor dimensionless 
ED Vapor pressure of the stock dimensionless 
Ep. Vapor pressure function dimensionless 
E P, Atmospheric pressure dimensionless 
ER Ratio of vapor pressure to atmospheric dimensionless 
‘ pressure 
E, Stock liquid temperature dimensionless 
Ey Wind speed dimensionless 
Absolute Uncertainty Of: 

U A, Constant in the vapor pressure equation dimensionless 
U B, Constant in the vapor pressure equation °R 

U K, Product factor dimensionless 
U re Rim-seal loss factor Ib-mole/ft yr 
U, Rim-seal loss rate Yb/hr 

U L, Length of rim seal ft 

Un Molecular weight of stock vapor Ib/ib-mole 
Up Vapor pressure of the stock psia 

Up. Vapor pressure function dimensionless 
U P, Atmospheric pressure psia 

Up, Ratio of vapor pressure to atmospheric dimensionless 

P pressure 
U; Stock liquid temperature °For°R 
Uy Wind speed mi/hr 


A.4_ Uncertainty Formulas 


This section presents the formulas that should be used to 
calculate the uncertainties. 


A.4.1 Uncertainty in the Vapor Pressure 


The per unit uncertainty in the vapor pressure, Ep, may be 
calculated from Equation A-3. 

2 ype 2. 70.5 

E, = (A, Ey +(B,/T) (Es, +E] (A-3) 

The per unit uncertainties of the constants in the vapor 


pressure equations, E, and E, , depend upon the purity of 
the test liquid. - . 
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A sample of the test liquid shall be tested to determine the 
Reid vapor pressure of the mixture, in accordance with 
ASTM D323. That vapor pressure determination shall also 
include a value for the per unit uncertainty in the vapor pres- 
sure, Ep. 

The temperature of the test liquid, T,, may vary during the 
course of a test. The stock vapor pressure, P, used in the loss 
factor determination is based on the mean of the measure- 
ments of the test liquid temperature recorded during the 
1-hour steady-state test period. The per unit uncertainty in 
the mean test liquid temperature shall include any known 
bias errors in the calibration of the temperature measure- 
ment instrumentation, as well as random errors resulting 
from variations in the temperature of the test liquid during 
the test period. 


A.4.2 Uncertainty in the Vapor Pressure Function 


In determining the per unit uncertainty of the vapor pres- 
sure function, P*, it is convenient to define the parameter, Rp, 
as the ratio of the stock vapor pressure, P, to atmospheric 
pressure, P,, as shown in Equation A-4. 


R, = P/P, (A-4) 


The per unit uncertainty in R, may be calculated from 
Equation A-5. 


Ep, = [E; +E." (A-5) 


The atmospheric pressure, P,, may vary during the course 
of a test. The atmospheric pressure used in the loss factor 
determination is based on the mean of the measurements of 
atmospheric pressure recorded during the 1-hour steady-state 
test period. The per unit uncertainty in the mean atmospheric 
pressure shall include any known bias errors in the calibration 
of the atmospheric pressure measurement instrumentation, as 
well as random errors resulting from variations in the atmo- 
spheric pressure during the test period. It should be noted, 
however, that the per unit uncertainty in the mean atmo- 
spheric pressure, E Py? is typically small in comparison to the 
per unit uncertainty in the mean stock vapor pressure, E,. 

The per unit uncertainty of the vapor pressure function, 
Eps, may be calculated from Equation A-6. 


En = FE,, (A-6) 
Where: 


| ee Ped (A-7) 
1+(1-R,)”-R, 


A.4.3 Uncertainty in the Rim-Seal Loss Factor 


The per unit uncertainty in the rim-seal loss factor, E kK, 
may be calculated from Equation A-8. 


Ex = [Ei +E, +E + Ey +E)” (A-8) 
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The per unit uncertainty in the rim-seal loss rate shall 
include any known bias errors in the calibration of the instru- 
mentation used to measure the air volumetric flow rate, 
hydrocarbon concentrations and outlet duct air temperature 
and pressure, as well as random errors resulting from varia- 
tions in the rim-seal loss rate during the minimum 1-hour 
steady-state test period. 

A sample of the test liquid shall be tested to determine the 
stock vapor molecular weight. That vapor molecular weight 
determination shall also include a value for the per unit uncer- 
tainty in the stock vapor molecular weight, E M,« 

A method for determining the per unit uncertainty in the 
product factor, EF, Kk? is not known at this time, and a value of 
0 may be assumed. 


A.5 Example Uncertainty Analysis 


This section presents an example uncertainty analysis for a 
rim-seal loss factor test. Table A-1 summarizes the results of 
the uncertainty analysis. 


A.5.1_ Uncertainty in the Vapor Pressure 
Calculate P: 


Ap = 13.940 (dimensionless; from the test data) 
Bp = 6,698.0°R (from the test data) 
T, = 525.27°R (from the test data). 


From Equation 2: 


P = exp[A,-(B/T)] 
= exp [(13.940) ~ (6,698.0/525.27)] 
= 3.2820 psia. 
Calculate Ep: 
E,, = 1.0000 107° (from the test data) 
Eg, = 1.0000 x 10° (from the test data) 
E, = 5.7113 x 10° (from the test data). 


From Equation A-3: 


= [Ap Ea, + (Bp /T)) (Ea, + ExT 

= [(13.940} (1.0000 x 10°)? + (6,698.0 / 525.27) 
((1.0000 x 103)? + (5.7113 x 10-3)2)]°5 

= 7.5238 x 107 


Calculate Up: 


EpP 
(7.5238 x 107)(3.2820) 
0.24693 psia 


Up 
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Table A-1—Summary of Example Uncertainty Analysis Results 


Description Symbol Units Value 
Given test data: 
Rim-seal loss rate L lb/hr 0.35200 
U, lb/hr 4.6182 x 107 
E, dimensionless 0.13120 
Stock liquid temperature T; °F 65.600 
T; °R $25.27 
U 2 °R 3.0000 
E;, dimensionless 5.7113 x 10° 
Vapor pressure constant Ay dimensionless 13.940 
Us, dimensionless 1.3940 x 107 
E, dimensionless 1.0000 x 103 
Vapor pressure constant B, °R 6,698.0 
U zB, oR 6.6980 
Es dimensionless 1.0000 x 107 
Atmospheric pressure Py psia 14.587 
U P, psia 0.43761 
Ep dimensionless 3.0000 x 107 
Vapor molecular weight M, Ib/ib-mole 85.970 
Un Ib/lb-mole 8.5970 x 10° 
Ew, dimensionless 1.0000 x 10°? 
Rim seal length Ls feet 26.350 
U L, feet 4.1667 x 10° 
E b, dimensionless 1.5813 x 107 
Product factor K, dimensionless 1.0000 
U k, dimensionless 0 
E K, dimensionless 0 
Wind speed Vv mi/hr 8.6100 
Uy mi/hr 0.43050 
Ey dimensionless 5.0000 x 107 
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Table A-1—Summary of Example Uncertainty Analysis Results (Continued) 


Description Symbol 
Calculated test results: 
Vapor pressure P 
Up 
Ep 
Ratio of vapor pressure to R, 
atmospheric pressure 
Up 
Ep 
P 
Vapor pressure function P* 
Up. 
Eps 
Rim-seal loss factor K, 
Ux 
7 
Ex 


A.5.2 Uncertainty in the Ratio of Vapor Pressure to 
Atmospheric Pressure 
Calculate R,: 


P = 3.2820 psia (from A.5.1) 
P, = 14.587 psia (from the test data). 


From Equation A-4: 
R, = PP, 
= (3.2820)(14.587) 
= 0.22499 


Calculate FE, R, Fi 


E,, = 7.5238 x 10” (from A.5.1) 


E, = 3.0000 x 10” (from the test data). 


From Equation A-5: 


-2,2 5 


= [(7.5238 x 10“) + (3.0000 x 10°)"7° 


= 8.0998 x 107 


Calculate U a, 
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Units Value 
psia 3.2820 
psia 0.24693 
dimensionless 7.5238 x 107 
dimensionless 0.22499 
dimensionless 1.8224 x 10° 
dimensionless 8.0998 x 107 
dimensionless 6.3634 x 107 
dimensionless 5.8547 x 103 
dimensionless 9.2006 x 107 
Ib-mole/ft yr 67.248 
Ib-mole/ft yr 10.777 
dimensionless 0.16026 


= (8.0998 x 107°)(0.22499) 
= 1.8224x 10° 


A.5.3 Uncertainty in the Vapor Pressure Function 
Calculate P*: 


R, = 0.22499 (from A.5.2). 
From Equation 6: 
P* = RL +(1-R,J YT 
= (0.22499)/[1 + (1-0.22499)"5)° 
= 6.3634 x 107 
Caiculate E,..: 
Ep, = 8.0998 x 10° (from A.5.2). 


From Equation A-7: 


al 1+(1-R,)”° 
1+(1-R,)°-R, 
[ 1+ (1- 0.22499)" | 


1 +(1~0.22499)"° - (0.22499) 
= 1.1359 


From Equation A-6: 
Ey. =F En, 
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= (1.1359)(8.0998 x 10°) , Ey. = 1.0000 x 10° (from the test data) 
= 9.2006 x 107 E, = 1.5813 10° (from the test data) 
Calculate Ups: E, =0 (from the test data). 


U,. = E,.P* From Equation A-8: 


(9.2006 x 107°)(6.3634 x 10°) 


é Eg =[Ei+EL +E. +Ey +Ex)” 
= 5.8547 x 10 : ye 


es Eg = [(0.13120)" + (1.5813 x 107)" + (9.2006 x 107)" 
A.5.4 Uncertainty in the Rim-Seal Loss Factor ; 


Calculate K,; + (1.0000 x 107)" + (0)°]"” 
L = 0.35200 lb/hr (from the test data) = 0.16026 
P* = 6.3634x107 (from A.5.3) 
M, = 85.970 Ib/lb-mole _—__ (from the test data) Calculate U x? 
L, = 26.350 ft (from the test data) 
K, = 1.0000 (from the test data). Ux = Ex K, 
From Equations 7 and 8: = (0.16026)(67.248) 


K, = [(3.1416) (24) (365.25) LV(L,P*M.K,) 
= [(3.1416) (24) (365.25) (0.35200)}/ : 
[(26.350) ( 6.3634 x 102) (85.970) (1.0000)} Sunt: 
= 67.248 Ib-mole/ft yr The rim-seal loss factor, K,, that resulted from the test data 
of this example can be stated as follows: 


K, = 67.248 + 10.777 Ib-mole/ft yr, 
0.13120 (from the test data) at a wind speed of: 


10.777 Ib-mole/ft yr 


Calculate E kK! 


E, 


E,» = 9.2006 x 10? (from A.5.3) V = 8.6100 +0.4305 mph (from the test data). 
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APPENDIX B—WIND SPEED CALIBRATION 


B.1 


Appendix B describes the method of determining the wind 
speed calibration of the test chamber. The wind speed cali- 
bration establishes the relationship between the air flow rate 
through the test chamber and the corresponding ambient wind 
speed at the site of an external floating-roof tank. The wind 
speed calibration also establishes the air flow rate through the 
test chamber that represents an internal floating-roof tank. 

The wind speed calibration of the test chamber shall be 
repeated every 6 months. 


General 


B.2 Nomenclature 


The nomenclature used in Appendix B is listed in the fol- 
lowing table. 


Symbol Description Units 
Cc, Pressure coefficient above the rim seal dimensionless 
Cp Pressure coefficient above the rim seal 

on the leeward side of an external dimensionless 
floating roof 
Cy» Pressure coefficient above the rim seal 
on the windward side of an extemal dimensionless 
floating roof 
AC, Pressure coefficient difference above the 
rim seal between the leeward and wind- dimensionless 
ward sides of an extemal floating roof 
F Correlation constant in Equation B.1 [25] 
(ft /min) 
& Gravitational constant Ib fu/lbf sec? 
P, Ambient pressure above the rim seal Ibf/ft? 
Py Ambient pressure above the rim seal on the 
leeward side of an external floating roof Ibf/ft? 
P,, Ambient pressure above the rim seal on the 
windward side of an external floating Ibf/ft 
roof 
AP, Ambient pressure difference above the 


rim seal between the leeward and wind- Ibf/ft? or in. water 


ward sides of an external floating roof 


Q Air flow rate through the test chamber ft/min 
Ambient wind speed at the tank site ft/sec or mi/hr 
9 Density of ambient air lb/ft 


B.3 Test Chamber Air Flow Rate Tests 


As part of the wind speed calibration procedure, a series of 
tests shall be performed where the air static pressure above 
the test rim seal is measured both at the test chamber inlet, 
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P,,, which represents the windward side of an external float- 
ing roof, and at the test chamber outlet, P,,, which represents 
the leeward side of an external floating roof. These pressure 
measurements shall be made at locations that are within 6 
inches, both horizontally and vertically, of the floating-roof 
rim in the test chamber. 

The pressure difference, AP,, shal! be measured for at least 
five different test chamber air flow rates, Q. A correlation 
shall be performed of the values of measured pressure differ- 
ence, AP,, and measured air flow rate, Q, using Equation B-1. 


AP, = FQ (B-1) 


where AP, has units of inches water and Q has units of ft/min. 


B.4 Wind Speed Calibration for an 
External Floating Roof 


Evaporative losses from rim seals on external floating roofs 
have been found to depend upon the ambient pressure varia- 
tion around the floating-roof rim. This pressure variation is 
produced by ambient wind flowing over the external floating 
roof. Higher pressures are produced on the leeward side than 
on the windward side of the floating roof. This pressure varia- 
tion causes ambient air to flow downward through gaps in the 
rim seal on the leeward side of floating roof; to flow circum- 
ferentially around the rim vapor space below the rim seal 
where it mixes with product vapors; and to flow upward 
through gaps in the rim seal on the windward side of the float- 
ing roof where it results in evaporative loss. 

Since the rim-seal loss from an external floating roof is 
dependent upon the ambient pressure variation around the 
rim, the wind speed calibration of the test chamber is based 
on creating a similar pressure variation on the test rim seal. 

Wind tunnel tests on model external floating-roof tanks 
have established the pressure coefficient, C,, variation around 
the rim of the floating roof. The pressure coefficient, C,, is 
defined by Equation B-2. 


P. 


F] 
28. 
The pressure coefficient difference, AC,, is the differ- 
ence between the pressure coefficient on the leeward side 
of the floating roof, C,,, and the pressure coefficient on the 


windward side of the floating roof, C,,,, as shown by Equa- 
tion B-3. 


Cs 


P 


(B-2) 


AC, = (Cyi— Cyn) (®-3) 


Substituting Equation B-2 into Equation B-3, we obtain a 
relationship between the pressure coefficient difference, AC,, 
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Ss es ae 


and the ambient pressure difference, AP,, as shown by Equa- 
tion B-4. 


AC, = —} B-4) 
ca 
28. 
Where: 
AP, a (Py- Pw) (B-5) 


Equation B-4 may be rearranged to form the relationship 
between the pressure difference, AP., and the ambient wind- 
speed, V, shown by Equation B-6. 


2 
AP, = ac, ) (B-6) 
28. 

Wind tunnel tests on model external floating-roof tanks 
have established a value of 1.0 for the pressure coefficient dif- 
ference, AC,. This value is independent of the tank diameter 
and the floating-roof level. 

The following values are used for AC,, p and g-: 


AC, = 1.0 (B-7) 
p = 0.07634 Ib/ft* (B-8) 
8. = 32.173 Ib ft/lbf sec” (B-9) 


Using the above values in Equation B-6 results in Equation 
B-10. 
AP, = 0.001186V" (B-10) 
where AP, has units of Ibf/ft? and V has units of ft/sec. 


Equation B-10 can be converted to Equation B-11 for more 
convenient use with the air concentration test apparatus. 


AP, = 0.0004910V" (B-11) 
where AP, has units of inches water and V has units of mph. 


In the test chamber, the inlet side represents the windward 
side of a floating roof and the outlet side represents the lee- 
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ward side of a floating roof. Thus, the test chamber represents 
one half of the perimeter of a floating roof. 

Equation B-10 may be substituted into Equation B-1 to 
obtain Equation B-12, which is the resulting wind speed cali- 
bration equation of the test chamber for conditions simulating 
ambient wind on the rim seal of an external floating roof. 


V = 45.13 F'"9 (B-12) 


where V has units of mph and Q has units of ft/min. 
Example: 


For example, one series of test chamber air flow rate tests 
tesulted in a correlation constant, F, of 5.19 x 10° inches 
water/(ft*/min)*. Using this value for the correlation constant, 
Equation B-12 becomes Equation B-13. 


V = 0.0032519 (B-13) 
B.5 Wind Speed Calibration for an 
Internal Floating Roof 


Based on available data, the air flow rate, O, corresponding 
to an ambient wind speed of 0.5 mi/hr for an external floating 
roof is the air flow rate that shall be used to represent an inter- 
nal floating roof. Substituting a wind speed, V, of 0.5 mph 
into Equation B-12 results in Equation B-14, which is the 
wind speed calibration equation for conditions simulating an 
internal floating roof. 


Q = 0.01108/F'” (B-14) 


Rim-seal loss factor tests that are performed under the air 
flow rate conditions described here are referred to as zero 
wind speed tests in C.3. 


Example: 


For example, one series of test chamber air flow rate tests 
resulted in a correlation constant of 5.19 x 10° inches water/ 
(ft?/min).? Using this value for the correlation constant, Equa- 
tion B-14 becomes Equation B-15. 


Q = 153.8 ft’/min (B-15) 
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APPENDIX C— DETERMINATION OF LOSS FACTOR EQUATION 


C.1 General 


Appendix C provides the method for determining the loss 
factor equation from the test data for a particular rim seal. 
The loss factor equation is determined by fitting a curve to the 
plot of the loss factors (K,) calculated for each test versus 
wind speed (V). 

This appendix describes a calculation method that shall be 
used to determine the loss factor equation. The result of these 
calculations shall be included in the report of test results. 


C.2 Nomenclature 


The nomenclature used in Appendix C consists of the 
nomenclature listed in 3.3, as well as that listed in the follow- 
ing table. 


Symbol Description Units 
K,, Coefficient in the loss factor equation —_lb-mole/ft yr 
Ky Coefficient in the loss factor equation —_‘Ib-mole/(mph)"ft yr 
n Exponent in the Joss factor equation dimensionless 
Ene Defined by Equation C-6 Ib-mole/ft yr 
C.3_ Loss Factor Equation 


The loss factor equation is determined from the loss factors 
(K,) that were calculated for each test and the corresponding 
measured levels of wind speed (V). A curve in the form of 
Equation C-1 is fit to these data. 


K, = K,.+ KV" (C-1) 


The curve of Equation C-1 shall be fit to the data by using a 
standard least squares regression procedure on a log-log 
scale, which requires that Equation C-1 first be transformed 
from an exponential to a linear form by the steps shown in 
Equations C-2, C-3, and C-4. 


Subtract K,, from each side of Equation C-1, 


K, -K,_ = Ky, V" (C2) 
Take the log of each side of Equation C-2, 

log(K,—K,,) = log(K,sV") (C-3) 
This may also be expressed as Equation C-4. 

log(K,—K,,) = log(K,,) + log (V) (C-4) 


Equation C-4 is a linear equation on a log-log scale and may 
be simplified as shown in Equation C-5. 


log(E,,.,) = log(K,,) +” log(V) 
Where: 


(C-5) 


(C-6) 
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The coefficient K,, is determined as the loss factor (K,) 
calculated from one or more zero wind speed tests conducted 
at a wind speed of 0.5 mph, as discussed in 11.2 and B.5, or it 
may be calculated from one or more test conditions in accor- 
dance with API Manual of Petroleum Measurement Sian- 
dards, Chapter 19.3, Part C, “Weight Loss Test Method, Rim- 
Seal Loss Factors for Internal Floating-Roof Tanks” [13]. If 
more than one zero wind speed test is conducted, then the 
mean of the loss factors from each zero wind speed test shall 
be calculated to determine K,,. 

A net emission level (E,,,) is determined for each test con- 
ducted at a non-zero wind speed by subtracting the zero wind 
speed loss factor (K,,,) from the loss factor (K,) that was calcu- 
lated at each of the non-zero wind speeds. 

The least squares regression is then used to fit the linear 
curve of Equation C-5 to the weighted database. The curve is 
fit to the log-transformed values of E,,, and V, resulting in esti- 
mates of n and log (K,,). The coefficient K,, is then determined 
from Equation C-7. 

(log(K,,,,)) 


Ks = 10 


(C-7) 
The values of K,,, K,,, and n determined by this procedure 
are the constants in the loss factor equation for the tested rim 


seal. 


C.4 Example Determination of Loss 
Factor Equation 


This section presents an example determination of a nm- 
seal loss factor equation. Table C-1 lists the loss factors (K,) 
calculated for each of the tests that are assumed to have been 
conducted in the example. Table C-2 summarizes the data- 
base for the least squares regression, and Table C-3 summa- 
rizes the results of the loss factor equation determination. 

The coefficient K,, is determined as the arithmetic mean of 
all loss factors at the nominal 0 mph wind speed level. The 0 
mph wind speed level includes all tests at wind speeds at or 
below 0.5 mph (see 11.2 and B.5), and thus K,, is the average 
of the loss factors from Tests 1 and 2, as shown in Equation 
C-8. 


Kyy = (8.36 + 9.78)/2 
K,, = 9.07 Ib-mole/ft yr 


(C-8) 


The net emissions level, E,,,, shall be determined for each 
of the non-zero wind speed data points. The database is then 
compiled by taking the log of the wind speed (V) and the log 
of the net emission level (E,,,) for each data point. These 
steps are summarized in Table C-2. 

The data in Table C-2 is fit to a curve by a least squares 
regression, with the log transform of the net emission level 
(log(E,,,)) as the dependent variable and the log transform of 
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the wind speed (log (V)) as the independent variable. The esti- The coefficient K,, is then determined from Equation C-7. 
tates of n and log (K,,) generated by the least squares regres- 
signeare! K,, = 3.95 tb-mole/(mph)" ft yr 
n=1.41, The values for the loss factor equation constants K,,,,K,, 
log (K,,) = 0.597, and n determined by this procedure are listed in Table C-3. 


Table C-1—Example Loss Factors 


Nominal Wind Wind Speed (V) Loss Factor (K,) 
Test No. Speed Level (mph) (mph) (lb-mole/ft yr) 
1 0.421 8.36 
2 0.350 9.78 
3 491 47.2 
4 10 9.36 97.1 
5 10 10.2 112.0 
6 10 10.1 109.0 
7 15 146 189.0 


Table C-2—Example Loss Factor Equation Database 
et ee 


Nominal Loss Loss 

Wind Wind Factor Factor 

Speed Speed (K,) (Ky) 

Level (V) Domo) (“amet 

Test No. (mph) (mph) log (V) ( ft yr ft yr Enot log (Eno) 

3 5 491 0.691 47.2 9.07 38.1 1.581 
4 10 9.36 0.971 97.1 9.07 88.0 1.944 
5 10 10.2 1.009 112.0 9.07 103.0 2.013 
6 10 10.1 1.004 109.0 9.07 99.9 2.000 
7 15 14.6 1.164 189.0 9.07 180.0 2.255 


Table C-3—Example Loss Factor Equation Constants 


Coefficient (K.,) Coefficient (K,,) Exponent (n) 
(1b-mole/ft yr) (Ib-mole/(mph)" ft yr) (dimensionless) 
9.07 3.95 1.41 
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APPENDIX D—METRIC UNITS 


D.1 General 


To convert the inch-pound units employed in the text to 
equivalent SI units of the International System of Units, the 
guidelines of the API Manual of Petroleum Measurement 
Standards, Chapter 15, shall be followed. The unit of length 
is either the kilometer, designated km, or the meter, desig- 
nated m. The unit of mass is the kilogram, designated kg. The 
unit of time is either the hour, designated hr, or the year, des- 
ignated yr. The unit of temperature is the degree Celsius, des- 
ignated °C, or the kelvin, designated K. 


D.2 Velocity 
The unit of velocity is the kilometer per hour, designated km/h. 


D.3 Pressure 
The unit of pressure is the kilopascal, designated kPa. 
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D.4 Loss Factors 


The text employs the pound-mole per year, designated |b- 
mole/yr, as the unit of loss rate. The loss rate is determined as 
the product of the tank diameter, D, in units of feet, times the 
dimensionless coefficients P* and K., times the loss factor, K,, 
in units of lb-mole per foot year, designated Ib-mole/ft yr, as 
described in API Manual of Petroleum Measurement Stan- 
dards, Chapter 19.2 [12]. 

The equivalent SI unit for the loss rate is kilogram-mole 
per year, designated kmol/yr. The equivalent SI unit for the 
loss factor is kilogram-mole per meter year, designated kmol/ 
m yr. As with the inch-pound units, the loss factor in kmole/ 
m yr must be multiplied by the tank diameter, D, in units of 
meters and by the dimensionless coefficients P* and K, to 
obtain a loss rate in kmol/yr. 
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